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CATEGORIES AFFECTED BY CURRENT INCREASES 


CSS-0801.02' 

GS-0801.03 

gs-o 8 oi.o 4 

GS-0803.01 

GS-0805.01 

GS-0808.01 

GS-0810.01 

GS-0811.01 

GS-0830.01 

GS-0830,02 

GS-0835.01 

GS-0850.01 

GS-0850.02 

GS-0855 .01 

GS-.0855.02 

GS-0855.04 

GS-0855.06 

GS-0855.1^ 

GS-0855.16 

GS-0855.18 

GS-0860.01 

GS-0870.01 

GS-0870,02 

GS-0881.01 

GS.-0893.01 

GS-0893.02 


PROFESSIONAL ENGINEERING CATEGORY 
Engineer (General) 

Intelligence Officer (General Engineer) 
Intelligence Officer (Foreign Materials) 

Safety Engineer 
Maintenance Engineer 
Architect Engineer 
Civil Engineer 
Construction Engineer 

Intelligence Officer (Mechanical Engineer) 
Mechanical Engineer 

Intelligence Officer (Ordnance Engineer) 
Intelligence Officer (Electrical Engineering) 
Electrical Engineer 
Electronic Engineer 

Intelligence Officer (Electronic Engineer) 
Electronic Engineer (Radio) 

Electronic Engineer (Wire Communications) 
Electronic Engineer (Communications Devices) 
Electronic Engineer (Microwave) 

Electronic Engineer (instrumentation) 
Intelligence Officer (Aeronautical Engineering) 
Intelligence Officer (Marine Engineering) 

Marine Engineer 

Intelligence Officer (Petroleum Engineering) 
Intelligence Officer (Chemical Engineering) 
Chemical Engineer 


PHYSICAL SCIENCE CATEGORY 


GS-1301.01 

GS-1301.06 

GS-1301.07 

GS-1310.01 

GS-1310.02 

GS-131Q.03 

GS-1310.0^ 

GS-1312.01 

GS-1320.01 

GS-1320.02 

GS-1320.03 

GS-1320.05 

GS-1320.06 

GS-1320.07 

GS-1320.09 


Intelligence Officer (Physical. Science) 
Physical Science Administrator 
Physical Scientist 
Intelligence Officer (Physics) 

Intelligence Officer (Nuclear Energy) 
Intelligence Officer (Geophysics) 

Physicist 

Intelligence Officer (Electronic Scientist) 
Intelligence Officer (Chemistry) 

Chemist 

Intelligence Officer (Organic Chemistry) 
Intelligence Officer (Inorganic Chemistry) 
Inorganic Chemist 
Intelligence Officer (Biochemist) 
Intelligence Officer (Industrial Chemistry) 
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GS-1320.10 

GS-i3a0.ll 

GS- 1321 .OI 

GS-1520.01 


Intelligence Officer (Physical Chemistry) 
Physical Chemist 

Intelligence Officer (Metallurgy) 
Intelligence Officer (Mathematics) 


CATEGORIES UNAFFECTED BY CURRENT INCREASES 
MEDICAL CATEGORY 

(Top Step of GS-11 through GS -15 only - Previously 
approved) 

GS-0602.01 Intelligence Officer (Medical) 

GS-0602.02 Medical Officer 

GS-0602.03 Medical Officer (Psychiatry) 

LIMITED INCREASE CATEGORY ■■ 

(GS-5 $4480 (top step), GS-7 $5335 (top step), GS-9 
$6115 (6th step), GS-11 $7035 (4th step) only - 
Previously approved) 

GS-1340.01 Intelligence Officer (Meteorology) 
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